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HARYANA GOVT. GAZ ., JULY 9, 2002 ( ASAR. 18, 1924 SAKA) 


[ PART I 


निमित्त उन्हें समर्थ बनाने वाली सभी अन्य शक्तियों का प्रयोग करते हुए, हरियाणा के राज्यपाल, इसके द्वारा, निम्नलिखित संकर्मों को छूट प्रदान 
करते हैं , अर्थात् 

1. 400 के 0 वी 0 उपकेन्द्र बी 0 बी 0एम 0 बी 0, पानीपत में 400/200 के 0 वी 0 आई0 सी 0टी0-1 का डायामीटर पूर्ण करने के लिए 

400 के 0 वी 0 टाई ब्रेकरज़ एक्स -6 एवं एक्स -7 तथा उनके सहबद्ध उपकरणों की व्यवस्था करने ; 
2. 400 के 0 वी 0 उप केन्द्र बी 0 बी0एम 0बी 0, पानीपत में 60 एम 0वी 0ए0 220/66/33 के0वी 0 स्पेयर ट्रांसफार्मर तथा बे उपकरण की 

व्यवस्था करने ; 
3. 220 के0 वी 0 उप केन्द्र बी 0 बी 0एम 0बी0, समयपुर की बे संख्या 8 पर 315 एम 0वी 0ए0 400/220 के0 वी0 आई0 सी 0टी0 

( पी 0 जी 0 सी 0 आई0 एल 0) के लिए 220 के 0 वी 0 बे की व्यवस्था करने ; 
4. 220 के 0 वी 0 उप केन्द्र बी 0 बी 0एम0 बी0, बल्लबगढ़ में 6/3/3 एम0 वी 0ए0 66/11 के 0 वी 0 ट्रांसफार्मर की व्यवस्था करने; तथा 
5. 400 के 0वी 0 उप केन्द्र बी 0 बी 0एम0 बी 0, भिवानी में एक संख्या अतिरिक्त 132/11 के 0 वी 0 4 एम0 वी 0 ए0 ट्रांसफार्मर की व्यवस्था 

करने ; 
उपरोक्त नियम के उप -नियम (१) की अपेक्षा से निम्नलिखित शर्तों के अध्यधीन भाखड़ा ब्यास प्रबन्धन बोर्ड निम्न शर्ते पूरी 
करेगा 


: 


( क ) उक्त नियमों में विशिष्ट रूप.से दर्शाई गई सामान्य सुरक्षा सावधानियों का अनुपालन करेगा, और 
( ख ) मान्यता प्राप्त विश्वविद्यालय या संस्था से विद्युत इंजीनियरिंग में कम से कम डिग्री या डिप्लोमा रखने वाले किसी 

व्यक्ति के पर्यवेक्षण के अधीन उक्त संस्थापन संक्रमों का निष्पादन करेगा । 


c 


मीनाक्षी आनन्द चौधरी , 
वित्तायुक्त एवं प्रधान सचिव, हरियाणा सरकार, 

बिजली विभाग । 


POWER DEPARTMENT 


The 18th June, 2002 


No. 42/5 /2000-2P.- In exercise of the powers conferred by the proviso to Sub -rule (1) of Rule 45 of the Indian 
Electricity Rules, 1956 and all other powers enabling him in this behalf, the Governor of Haryana hereby exempts 
following works, i.e : 

1. providing 400 KV Tie breakers x -6 and x -7 and their allied equipments to complete the Diameter of 400/ 

200 KV ICT-I at 400 KV Sub -station , BBMB , Panipat; 
2. providing 60 MVA 220/66/33 KV spare Transformer and Bay equipment at 400 KV Sub -station BBMB , 

Panipat; 
3. providing 220KV Bay for 315 MVA 400/220 KV ICT- IV (PGCIL ) at Bay No. 8 of 220 KV Sub - station 

BBMB , Samaypur ; 
4. providing 6/3/3 MVA 66/11 KV Transformer at 220 KV Sub- station, BBMB, Ballabgarh ; and 
5. providing one No. additional 132/ 11KV 4 MVA Transformer at 400 KV Sub -station , BBMB, Bhiwani; 

from the requirement of Sub -rule ( 1) of the said rule subject to the condition that the Bhakra Beas 
Management Board shall : 


( a ) 


( b ) 


comply with the general safety precautions specified in the said rules; and 
execute the said installation works under the supervision of a person possessing atleast a Degree or 
Diploma in Electrical Engineering of a recognized University or Institution . 


MEENAXI ANAND CHAUDHRY, 
Financial Commissioner and Principal Secretary to 

Government, Haryana, Power Department. 


